





Attention:Please remove mattress 
from the bed should you wish to 
clean the floor under the bed . 
Dragging the bed around with 
mattress might compromise the 


bed construction, stability of cause 
permanent damage. 





In the unlikely event parts are missing or damaged in transit. 
Please contact the seller on the website your purchase was made. 
- Our customer service team will assist. | 
We are able to arrange replacement parts to complete assembly, 
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